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MONTHLY HIGHLIGHTS REPORT 
Special Security Center 
August 1976 


1. The Compartmented Information Branch, (CIB), during August 
deleted 1,503 names from the SPECLE Computer and added 1,637 names 
bringing the total number of names in SPECLE II to [I STATINTL 
at the end of August 1976. There were 1,879 cable actions and 183 
briefings and debriefings conducted by CIB personnel. Twenty-four 
(24) hardcopy computer reports were supplied to various Intelligence 
Community customers during August. 


2. Two Hundred Seventy-One (271) briefings were given to 
147 CIA employees. In addition 133 briefings were presented to 50 
non-CIA personnel, as follows: 


U. S. Government Agencies People Briefings 
Justice 10 23 
GSA 2 3 
Commerce Zz 4 
House Appropriations Comm. 3 9 
NRC 3 5 
White House (Camp David) 1 Z 
NSC 7 28 
Intelligence Oversight Board 1 7 
Agriculture 4 8 
Office of Telecommmications Policy 1 2 
FBI 1 7 
Federal Preparedness Agency Z 3 
USIA 1 2 
Ic Staff 4 9 
Contractors 
1 1 
2 4 
STATINTL 2 9 
1 3 
1 2 
1 2 
50 133 
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_ 3. Security files were reviewed and persomel security 
determinations were made by SSC officers in 11 cases. 


4, One Agency personnel was accredited as Emergency Codeword 
Courier. 


5. During August actions affecting the SCI accreditation of 
the following organizations were processed: 


a. CIA 


svATINTC ll 


DCI/NIO Task Force 
1023 Ames Building 


EA Division, DD/O 
STATINTL Fn 


STATINTL 


b. CIA Contractors 


c. Other NFIB Members: 


Office of the Assistant Secretary of Defense (Systems Analysis) 
2E279 The Pentagon 


Office of the Inspector General, DOD 
Room 1E775 The Pentagon 


Defense Supply Agency 
Cameron Station, Va. 


Energy Research § Development Administration 
Germantown, Maryland 


Chief of Naval Operations 
Intelligence Plot 
5D630-5D640 The Pentagon 
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Naval Research Laboratory 
Washington, D. C. 


Naval Security Station 
3801 Nebraska Ave., N. W. 
Washington, D. C. 

d. Contractors of other NFIB Members: 


Systems Planning Corporation 
Arlington, Va. 


STATINTL 


Chief 
Special Security Center 
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